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T5r. James Weston, presiileni 
elect of ae AmVi^ Academy df 'J 
Forensic Sciences, says a rigid back - 
brace prevented '-PresidMt fCennedy 
from dtmmpiiig ; forward after being • 
wounded. In tbe'^wk, allowing a 
second bullet to bit bun in the bead 
Weston,' Wbd smd is certain- 
Kennedy was hit by two^lets fired 
over his right: shoulder, said in an 
interview Wednesday that the- head^ 
;wound was fatal but Kennedy could 
t have survived the neck wound. 1 

: He said theJJsr^^Keim^l^jyas , 
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wem:&® held bis trunk rigid after he 
was hit- in the neck. He said the brace, 
prevented Kennedy from sl umpin g 
: forward or sideways, and the second, 
iibullet hit him in the head. 

=W^^^ the New Mexico state , 
medical exammer, said he readied ^ 
his conclusions afters.iStHdylng pre- 
viousjy secret data d^lteg AVlth' the 
Kenney assassination.*^-* ' " 

■ He said he spent a week In the ; 
National Archives in Washington, 
studying photographs; XTays, and 
medical reports at the request of CBS 
News for a documentary. on presidmi- 
tial .assassinations. 
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■ than I eiqiected tt^roofe^ w said, 

^ “It magpie ^ aimcet ill. and 1 
f can understand phy the Warren. 
, i. ~ ro mmissln ii didn<t^WMt ' ■ the' details;: 
I released unlem Ihe^ had to be.” 

' Weston - sMd ' he is satWi^ whhi 
I the medical aspect of the: inquiry. .; 

"I dou’t believe anybody could 
find any more,” be sakL 
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